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I nstaCode 2002 

#IC-2002 — Purchase options: 

• $695.00 one time payment 

• 12 payments of $59.95 

(unlimited user edition) call for 
application or; 

• Monthly payments of $18.85 

(12 month minimum, single user 
edition; comes with one dongle) call 

for application. 

A good code program is a must for any 
professional locksmith. 

Using code books or an outdated code 
package is not the way forward for your 
business. Changing up to the most comprehensive and 
easy to use code program available is a move to greater 
efficiency and improved profitability. 

InstaCode 2002, the latest release of InstaCode, 
includes over 5000 code series covering general/utility, 
padlock, vehicle and motorcycles. With over 20 million 
codes, and if combined with direct codes you get over 1.5 
billion, it's the best! 

New features for 2002 include: 

• Nearly 9000 vehicles, manufacturers, models and 
years are listed so you can search for the exact vehicle to 
find the key blanks, codes and ASP car lock part numbers. 

• Pictures of key blanks and key blank profiles. 

• And of course we have added many more general and 
auto codes. 

InstaCode 2002 is supplied on CD ROM and comes 
complete with an easy to follow step-by-step instruction 

manual. 

InstaCode 2002 runs on Windows 95/ 98/ ME/ NT/ 2000 

and XP. It requires 32mb of RAM and 60mb of available 

hard disk drive space. Floppy disk images are included on 

the CD ROM so you may make your own set of floppy disks 

if required. 




Locksmith 

PRODUCT CATALOG 



contents 

software 

general 
locksmithing 

automotive 
service manuals 

lock 
service manuals 

safe 
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the national 
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The National Locksmith 

Department 77-97592 • Chicago, Illinois 60678-7592 

Phone: (630) 837-2044 • Fax: (630) 837-1210 

e-mail: natllock@aol.com • web: www.TheNationalLocksmith.com 



CREDIT CARD ORDERS 

Fill out the order form and.... phone, fax or e-mail your order in! 

Click here to buy it in the online store 
TheNationalLocksmith.com 
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P roMaster 4 

#PM-5 — $1895,00 

So much more than a Number Cruncher. 

ProMaster 4 is a total master-key system management tool. You and your 
clients deserve the best. ProMaster 4 is without a doubt, the most 
comprehensive and easy to use master-key system management tool available anywhere in the 
world. ProMaster 4 is powerful, versatile and robust, and has been designed to meet the 
requirements of lock manufacturers and professional locksmiths worldwide. 



ProMaster Designs: 

Abloy Disklock, Exec, 9mm 
Assa Twin 
BiLock 8 & 12 pin 
Binary Plus 
Kaba 20S, Gemini 
Quattro 
experT 

Lockwood Twin 
Medeco BiAxial 
System K 

And all Inline systems 
Contact WHS for other design types 



Features: 

Multi-user with Local or Wide area networks 

Full history & Door hardware recording 

Automatic or manual coding 

Support for most electronic key machines 

High quality reports can be emailed, printed or exported 

Import and export systems individually 

Import data from other master keying software 

Import systems directly from lock manufacturers 

Support for multiple databases & multi-profile systems 

Comprehensive instruction manual 

Unlimited master-key system size 

Supported in most countries or contact WHS direct 




AutoSmart Advisor 



■m 



#A$A-2002 — $395,00 

Contains virtually every car and part known to man up through 2000. 

Now updated to include the new models! Parts Locator... do reverse searches. 
Enter a part number and a list of vehicles appears organized by make, model and 
year. Color photos of parts... the Parts Locator not only shows you all the data, but also a 
color photograph of the part. Service help... Now on selected models full service article with 
color photos and step by step instructions walk you completely through every job you might do 
on the car. Additional updates will contain even more service articles and models. AutoSmart 
Advisor™ software tells you every scrap of information about the vehicle, all parts, costs, labor 
times, calculates your charges automatically, and shows you how to do the job! Go to 
www.AutoSmartAdvisor.com for an online tour! 

Installation and System requirements: License is granted to run the software on any two 
computers you own. Installation on additional computers is available for $50 each. Requires 
486 or better PC with Windows 95 or better and CD drive. 75 megabytes of hard drive space. 
Installable from 17 diskettes which you can create from the CD. 16 megabytes of ram. Not 

network compatible. 

AutoSma rt Adviso r™ Demo 

#ASA-P — $10.00 

The complete program operates for 21 days after installation with total program access. 

The cost is credited toward future purchase. 
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Locksmi th Dispatch er 2000 

#PIS-2000 — $1,495,00 

Controlled Service dispatching software specifically for the locksmith! 

Features: • easy service call entry • 1 hour warning and late alerts • 
advertising tracking • employee callback tracking • customer callback tracking 
• establish trip charge by zone, automatically applies the correct trip charge • tracks travel 
time and on-job by customer or employee • Show how much on-the-job time is allocated for 
each employee • message center • search service history with the Super Search feature. 
Stores and print directions to job on job tickets • service location/billing location shown on 
screen and on job tickets • phone book • scanner support • import/export support • backup 
module • and much more! 



Locksmi th Dispatch er 2000 

#PIS-2000 — $1,495,00 

Controlled Service dispatching software specifically for the locksmith! 

Features: • easy service call entry • 1 hour warning and late alerts • advertising tracking « 
employee callback tracking • customer callback tracking • establish trip charge by zone, 
automatically applies the correct trip charge • tracks travel time and on-job by customer or 
employee • Show how much on-the-job time is allocated for each employee • message center 
• search service history with the Super Search feature. Stores and print directions to job on 
job tickets • service location/billing location shown on screen and on job tickets • phone 
book • scanner support • import/export support • backup module • and much more! 



Locksmith Dispatcher 2000 Lite 

#PIS-2000L — $695.00 
Controlled Service dispatching software specifically for the smaller locksmith shop! 



Locksmith Dispatcher 2000 Lite 

En terprise Edit ion 

#PIS-2000EL — $1,495,00 

Features of Locksmith Dispatcher 2000, plus an integrated accounting package for the smaller 

locksmith shop! 



System Requirements for all of the above: Windows 95 or later, Pentium class Computer, 
20 MB of available hard drive space, minimum 16 MB of RAM, Windows supported printer, 

mouse or pointing device. 
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The National Locksmith on CD 



(1988-2000 issues) #TNL-CD2 

(1999-2000 issues) #TNL-CD3 

(2001 issues) #TNL-CD4 



$99.00 
$39.95 
$25.00 



Over 13,500 pages of indexed and searchable articles complete with photos. 
Use the index to locate any topic you want to read about, then click the link 
and you're there. ..instantly. Never again will you be stuck for information. The 
National Locksmith on CD is the most extensive information resource ever 
published in the history of locksmithing. Plus you'll get cool locksmith internet links allowing 
you to visit important sites with a single click. Throw away your back issues because you can 
read any article you want on screen, and even print it out! 

System requirements: A 486 or better personal computer with a CD-ROM drive / Microsoft 
Windows 95/ 98/ NT® or later / 8MB of RAM (16 MB for Windows NT). You must have 

internet access to use the internet links. 




Dave McOmie Safe Book Colle ction on CD 

# DM CD-I — $899.00 

This CD contains every book Dave has ever published. 

It contains over 2,300 pages, an Easy Index, safe/vault opening 
instructions, about 6,000 photos. 

Includes: • The National Locksmith Guide to Safe Opening, Volumes 1,2,3,4, 
and 5 • The National Locksmith Guide to High Security Safes, Volume One • 
The National Locksmith Guide to High Security Safes, Volume Two • DAve 
McOmie's Penetration Party • Dave McOmie on Vault Doors, Volume One: Bank 
Vaults • Dave McOmie on Vault Doors, Volume Two: Plate and Fire Vaults • Dave McOmie on 
Gun Safes. Special NSO pricing. 



Both McOmie Safe Book & Article Cds for $1499! 



Dave McOmie NSO & A rticle Coll ection on CD 

#DMCD-2 — $699.00 

This CD contains every NSO newsletter and McOmie File Dave has ever published. 

It contains about 2,400 pages, an Easy Index, safe/vault opening 
instructions, about 6,000 photos. Covers about a thousand safes not 
contained in the Dave McOmie Safe Book Collection on CD. 

Includes: • Every NSO National Safeman newsletter since it began in 1992 
Each newsletter features detailed safe and vault opening photos, drill points 
and procedures on a wide variety of safes from the normal to the very high 
security • Every McOmie File published by the NSO which gives you all the known opening 
methods on virtually every important safe lock made, mechanical and electronic with x-ray 
views • Every article Dave has written for The National Locksmith from when he started in 
1986 right up to the present in 2000. Read every word, learn every technique and see every 
photo. Special NSO pricing. 
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The National Locksmith Guide to Motorcycles 

on CD 

Volumes 1 & 2 



Vol. 1 #MOT-CD — $99.00 

Vol. 2 #M0T-CD2 — $99.00 

Both Volumes #M0T-CD12 — $149.00 



For years locksmiths have begged for a comprehensive service manual on motorcycles and its finally here! 

Covering a wide range of service procedures, you'll know everything a locksmith needs to 
know about each cycle. Plus, you'll get step by step photographs and instructions. 




Volume 1 covers: 

Key Information • Progress Charts • BMW: 1997 R1100R; Harley-Davidson: 
1938 Knucklehead • 1970 Sportster • 1980 Sportster • 1984 Wide Glide • 
1994+ Tubular Ignition Lock; Honda: 1968 Mini Trail 50 • 1970 Trail 90 • 1971 
CB750 • 1978 CB750 • 1978 Hawk • 1981 CB900 • 1982 Ascot • 1983 
Shadow • 1984 Nighthawk • 1985 Rebel • 1990 Gold Wing • 1996 Nighthawk 
750 • 1996 VFR750; Kawasaki: 1980 LTD250 • 1985 Ninja 600 • 1993 
KLX650 Ignition Lock • 1994 Ninja Gas Cap • Neiman • Steering Lock; Suzuki: 
1986 Intruder • 1990 Katana 600 • 1991 GSXR1100 Ignition Lock • 1998 
Katana 600 • 1999 TL1000R; Triumph: 1995 Tiger • 1999 Legend; Yamaha: 
1980 650 Twin • 1987 FZR1000 Ignition Lock • 1987 Virago • 1992 
Yamaha/Polaris 4-Wheeler Ignition Lock • 1998 V Star Classic • 1998 YZF600R 

Volume 2 covers: 

Key Information • Progression Charts • BMW: 1976 R90/6 • 1989 K100RS • 1995+ 
Ignition Lock • 1999 F650 • Luggage using Y61; Buell: 2000 Blast; Ducati: 1993 Monster; 
Harley-Davidson: 1999 Road King Police • 1999 Sportster; Honda: 1975 CB550 Ignition Lock 

• 1980 CB400 Ignition Lock • 1983 CB650 Ignition Lock • 1985 Aero Ignition 
Lock • 1985 Gold Wing Luggage • 1987 250X 4-Wheeler • 1990 NS50 • 1992 
Shadow • 1994 CB250 • 1997 Shadow • 1998 CBR1100XX • 1999 CBR600F4 

• 1999 CBR1100XX • 1999 Shadow • 2000 CBR600F4 • LIPO 5-cut Ignition 
Lock • LJPO 8-cut Ignition Lock; Kawasaki: 7-cut Code Information • 1980 
LTD250 Ignition Lock • 1983 GPZ Ignition Lock • 1986 ZX600R Gas Cap • 
1986 ZX600R Ignition Lock • 1987 EX500 Ignition Lock • 1989 EX500 • 
1991 ZX-6 • New Blank; Suzuki: 1968 T500 • 1981 GS550 Ignition Lock • 
1986 GSXR750RG Gas Cap • SM-2 Ignition Lock • SM-4 Ignition Lock; 
Triumph: 1970 Bonneville • 1973 Tiger; Yamaha: 1980 XS650 • 1982 Seca 400 • 
1982 XV920 Ignition Lock • 1984 FJ600 • 1986 FJ1200 Gas Cap • 1989 Riva Jog 
Ignition Lock • 1990 XT350 • 1993 Seca II • 1996 Royal Star • Cruiser Ignition 
Lock; Zadi: Q637 Ignition Lock • Q933 Ignition Lock 

Both Volumes also available in print format. See the Automotive Section. 
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Au toEdge on CD 

#AE-CD — $125,00 

This CD contains over 1,000 pages of automotive locksmith service. 

A multitude of articles give you complete service procedures for a wide 
variety of cars. Techniques covered include code locations, lock and column 
disassembly, lockouts, and much more. Hundreds of huge photos show you how to 
service domestic, foreign, and even high security vehicles with ease. All known key blanks are 
given, as are all details you would need to work on the vehicle. 

An easy index allows you to instantly locate the car you need, and one click transports you 
to the correct page. Read the data onscreen, or even print it out if you choose. As a special 
bonus, when you purchase the AutoEdge on CD-ROM, you'll also be enrolled FREE in the National 
Locksmith Automobile Association (NLAA). You will receive 12 monthly newsletters over the course of the 
next year. Each one covers an important vehicle from top to bottom with tons of step by step 
photos. 

System requirements: A 486 or better personal computer with a CD-ROM drive / Microsoft 
Windows 95/98/NT® or later/ 8MB of RAM (16 MB for Windows NT). You must have 

internet access to use the internet links. 

How T o Re -Key Cyl inders 

Item #HT-RKC1 — $69.95 
Software available on CD only. 

This software simplifies the process of re-keying various types of cylinders. You'll easily learn 
every step of the techniques used to change which key operates the lock. How To Re-Key 
Cylinders is particularly helpful for student and newer locksmiths. 

Live Action Learning Software is an interactive guide on CD-ROM for your PC or Macintosh 
computers. This guide is loaded with informative audio, video, animation, photography and 
illustrations. 

Move at your own pace through screens that come alive with sound and video. Don't just 
READ about how to do the skill. Actually SEE it done and demonstrated for you! 

Each of these elements teach you in a clean and concise way how to learn a particular skill. 
Using Live Action Learning Software, you move at your own pace through the material which 
makes it perfect to help locksmith students and employees to upgrade their skills. 

You can even print out a written copy of the text from this CD to use as a handy practice 
guide. 

Windows® System Requirements: 486 or Pentium® processor-based computer (Intel Pentium 

or compatible processor recommended), Windows® 95, 98, or Windows® NT 4.0 with Service 

Pack 3 or later, CD ROM drive, 16 MB of RAM, 12 MB of available hard-disk space for 

Acrobat® Reader, Sound Blaster or compatible sound card and speakers recommended. 

Mac OS Requirements: Power Macintosh computer, Apple System Software version 7.6.1 or 
later with open transport, CD ROM drive, 16 MB of available RAM, 8 MB of available hard-disk 

space for Acrobat® Reader 

The Live Action Learning Series can be viewed from your hard disk or from the CD. If you load it 

on your hard disk you will need 100 MB of available hard disk space. 
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How To Create 
Master Key Systems 



Item #HT-CMK1 — $69.95 



This Live Action, Interactive Guide is the perfect topic for this training format. Never has there been a 

more concise, easier to understand program to teach Master Keying. 



Detailed animation and colorful illustrations take you through the essentials of 
creating simple, as well as complex master key systems. 

Learn how to choose the correct key bittings, how to pin the cylinders, how to 
create Total Position Progression Systems, Rotating Constant Systems, Page 
Systems, and much more! 




Live Action Learning Software is an interactive guide on CD-ROM for your PC or Macintosh 
computers. This guide is loaded with informative audio, video, animation, photography and 
illustrations. 

Move at your own pace through screens that come alive with sound and video. Don't just 
READ about how to do the skill. Actually SEE it done and demonstrated for you! 

Each of these elements teach you in a clean and concise way how to learn a particular skill. 
Using Live Action Learning Software, you move at your own pace through the material which 
makes it perfect to help locksmith students and employees to upgrade their skills. 

You can even print out a written copy of the text from this CD to use as a handy practice 
guide. Pick set not included. Software available on CD only. 

Windows® System Requirements: 486 or Pentium® processor-based computer (Intel Pentium 

or compatible processor recommended), Windows® 95, 98, or Windows® NT 4.0 with Service 

Pack 3 or later, CD ROM drive, 16 MB of RAM, 12 MB of available hard-disk space for 

Acrobat® Reader, Sound Blaster or compatible sound card and speakers recommended. 

Mac OS Requirements: Power Macintosh computer, Apple System Software version 7.6.1 or 
later with open transport, CD ROM drive, 16 MB of available RAM, 8 MB of available hard-disk 

space for Acrobat® Reader 

The Live Action Learning Series can be viewed from your hard disk or from the CD. If you load it 

on your hard disk you will need 100 MB of available hard disk space. 
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Ho w To Pick Lo cks 

Item #HT-PLX1 — $69,95 

How To Pick Locks De luxe 

Item #HT-PLX1-NDPK — $109,95 

Includes both software and pick set. Software available on CD only. 

Lock picking tools and how to use them can be mysterious to locksmith students, and newer 
locksmith employees. 

How To Pick Locks solves that problem by teaching authorized personnel the quickest and 
easiest way to pick locks, and how to use various kinds of picks. Thus, you'll be better able to 
serve your customers during lockout situations by opening: • House locks • Store locks • 
Some auto locks • Filing cabinet locks • Tool chest locks and more. 

This software shows you every step of lock picking in clear and simple detail. 

Live Action Learning Software is an interactive guide on CD-ROM for your PC or Macintosh 
computers. This guide is loaded with informative audio, video, animation, photography and 
illustrations. 

Move at your own pace through screens that come alive with sound and video. Don't just 
READ about how to do the skill. Actually SEE it done and demonstrated for you! 

Each of these elements teach you in a clean and concise way how to learn a particular skill. 
Using Live Action Learning Software, you move at your own pace _^ 

through the material which makes it perfect to help locksmith students 
and employees to upgrade their skills. 

You can even print out a written copy of the text from this CD to use 
as a handy practice guide. 

How To Pick Locks: Pick set not included. Software available on CD only. 

How To Pick Locks Deluxe: Included with the software is the Deluxe Pick Set. It comes 

complete with every tool you need to pick most normal cylinders. Included are 
ten different kinds of picks, four tension tools, and two broken key extractors. 
The lock picks are made of hardened spring steel components. The case is 
genuine leather with full zipper. 

With both learning software and tool set, you'll have everything you need to 
learn and perform the art of skilled lock picking. 

[ Windows® System Requirements: 486 or Pentium® processor-based 

computer (Intel Pentium or compatible processor recommended), Windows® 

95, 98, or Windows® NT 4.0 with Service Pack 3 or later, CD ROM drive, 16 

MB of RAM, 12 MB of available hard-disk space for Acrobat® Reader, Sound 
Blaster or compatible sound card and speakers recommended. 

Mac OS Requirements:, Power Macintosh computer, Apple System Software version 7.6.1 or 
later with open transport, CD ROM drive, 16 MB of available RAM, 8 MB of available hard-disk 

space for Acrobat® Reader. 

The Live Action Learning Series can be viewed from your hard disk or from the CD. If you load it 

on your hard disk you will need 100 MB of available hard disk space. 
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How To Pick Tubular Locks 



Item #HT-PTL1 — $69,95 

How To Pi ck Tubular Loc ks Deluxe 

Item #HT-PPTL TLPC — $149,95 

Includes both software and tubular lock pick. Software available on CD only. 
Lock picking tools and how to use them can be mysterious to locksmith students, and newer locksmith 

employees. 

Lock picking tools and how to use them can be mysterious to locksmith students, and newer 
locksmith employees. 

How To Pick Tubular Locks solves that problem by teaching authorized personnel the 
quickest and easiest way to pick tubular locks, most commonly found on vending machines 
and on other items requiring security. This software shows how to use the most common kind 
of tubular lock pick. Thus, you'll be better able to serve your customers during lockout 
situations by opening: • Vending machines • Coin operated washers • Coin operated driers • 
Coin operated video games and more. 

This software shows you every step of tubular lock picking in clear and simple detail. 

Live Action Learning Software is an interactive guide on CD-ROM for your PC or Macintosh 
computers. This guide is loaded with informative audio, video, animation, photography and 
illustrations. 

Move at your own pace through screens that come alive with sound and video. Don't just 
READ about how to do the skill. Actually SEE it done and demonstrated for you! 

Each of these elements teach you in a clean and concise way how to learn a particular skill. 
Using Live Action Learning Software, you move at your own pace through the material which 
makes it perfect to help locksmith students and employees to upgrade their skills. 

You can even print out a written copy of the text from this CD to use as a handy 
practice guide. 

How To Pick Tubular Locks: Tubular lock pick not included. Software available on CD 
only. 

How To Pick Tubular Locks Deluxe: This software shows you every step of standard 
7-pin tubular lock picking in clear and simple detail. 

Included with the software is the Standard 7-Pin Tubular Lock Pick. By practicing the skills 
taught by the software, you'll be opening tubular locks in seconds using this pick. It has been 
the standard of the industry for thirty years. 

Windows® System Requirements: 486 or Pentium® processor-based computer (Intel Pentium 

or compatible processor recommended), Windows® 95, 98, or Windows® NT 4.0 with Service 

Pack 3 or later, CD ROM drive, 16 MB of RAM, 12 MB of available hard-diskspace for 

Acrobat® Reader, Sound Blaster or compatible sound card and speakers recommended. 

Mac OS Requirements: Power Macintosh computer, Apple System Software version 7.6.1 or 
later with open transport, CD ROM drive, 16 MB of available RAM, 8 MB of available hard-disk 

space for Acrobat® Reader. 

The Live Action Learning Series can be viewed from your hard disk or from the CD. If you load it 

on your hard disk you will need 100 MB of available hard disk space. 
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Ho w To Open Ca rs 

Item #HT-MC01 — $69.95 

How To Open Cars De luxe 

Item #HT-MC01-AKK-55 — $114.95 
Includes both software and Deluxe Car Opening Tool Kit. Software available on CD only. 

How To Open Cars Super Deluxe 

Item #HT-MC01-AKK-66 — $209,95 

Includes both software and Super Deluxe Car Opening Tool Kit. Software available on CD only. 

One of the most important locksmith skills is helping customers with auto lock outs. For this ski 
you need to open the locked car, quickly, professionally and without damage. There are 13 different 
methods that you can use to open a locked vehicle. Which method works best will vary from vehicle 
to vehicle, depending on the design of the particular locking system you need to 
defeat. Arm yourself with the best information possible by learning every known 
method to open locked cars! This software shows you every step of car opening in 
clear and simple detail. Once you use the software, you will have the practical 
knowledge and information you need in order to open literally hundreds of different 
vehicles. Live Action Learning Software is an interactive guide on CD-ROM for your 
PC or Macintosh computers. This guide is loaded with informative audio, video, 
animation, photography and illustrations. Move at your own pace through screens that come 
alive with sound and video. Don't just READ about how to do the skill. Actually SEE it done and 
demonstrated for you! Each of these elements teach you in a clean and concise way how to learn a 
particular skill. Using Live Action Learning Software, you move at your own pace through the materia 
which makes it perfect to help locksmith students and employees to upgrade their skills. You can 
even print out a written copy of the text from this CD to use as a handy practice guide. 

How To Open Cars: Car opening tool set not included. Software available on CD only. 

How To Open Cars Deluxe: Included is the Deluxe Car Opening Tool Kit which, along with the skills 
you'll learn from the software, allows you to open a wide variety of foreign and domestic vehicles. (To 
open an even larger variety of vehicles see the Super Deluxe version.) Here are the tools included in 
the Deluxe Car Opening Tool Kit: Deluxe Car Opening Tool Kit, Deluxe Car Opening Tool Kit, Super 
Jim™, Jim Dandy™, Horizontal Hook, Stretch Killer™, Jim Dandy™, Ultimate Auto Wedges. 

How To Open Cars Super Deluxe: Included is the Super Deluxe Car Opening Tool Kit which, along with 
the skills you'll learn from the software, allows you to open the widest variety of foreign and domestic 
vehicles. Here are the tools included in the Super Deluxe Car Opening Tool Kit: Super Jim™ , Jim 
Dandy™, Horizontal Hook, Stretch Killer™, Jim Dandy™, Ultimate Auto Wedges. Not shown here, but 
included with the Deluxe and Super Deluxe sets, is the carrying case pouch for the tool set, plus our 
Mini Car Opening Booklet. The booklet illustrates the 13 methods of car opening and guides you to 
proper tool selection. 

Windows® System Requirements: 486 or Pentium® processor-based computer (Intel Pentium or 
compatible processor recommended), Windows® 95, 98, or Windows® NT 4.0 with Service Pack 3 or 
later, CD ROM drive, 16 MB of RAM, 12 MB of available hard-disk space for Acrobat® Reader, Sound 

Blaster or compatible sound card and speakers recommended. 

Mac OS Requirements: Power Macintosh computer, Apple System Software version 7.6.1 or later with 
open transport, CD ROM drive, 16 MB of available RAM, 8 MB of available hard-disk space for 

Acrobat® Reader 
The Live Action Learning Series can be viewed from your hard disk or from the CD. If you load it on 

your hard disk you will need 100 MB of available hard disk space. 
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Key Manager 



Item #KM 1 — $200.00 (3 User License) 

Item #KM-lnstall — $55,00 ADDITIONAL USERS (Each - Beyond Default 3) 

Key Manager is a stand alone or locksmith supported software package for the end user with 
a three user license. Profit minded locksmiths will re-sell this package to institutions and end 
users who can benefit from Key Management. 

The program is ideal for use by: Schools • Manufacturing Companies • Real Estate Agents • 
Local Councils • Corporations • Hospitals • Sports Clubs • Utility Companies (such as power, 
water, gas, phone companies etc.). 

Features: Easily manage key issues and returns • Control overdue keys • Print detailed 
reports of the who, what, where and when of keys, doors and key-holders • Easy to install, 
configure and use • Multi-user • Full history reporting • Comprehensive step-by-step 
instructions • Unlimited master-key system size • Locksmith supported systems • Stand alone 
systems. 

Designed both as a complimentary product for ProMaster and also as a stand alone product, 
this is a premium quality program, developed in accordance with industry standards and 
requirements for this type of software. It features the latest in programming and development 
technology which provides ease of use and program reliability and stability. ProMaster Key 
Manager solves this problem by providing a comprehensive key management mechanism for all 
keys within the organization - both those that belong to a master key system and those that 
are separate such as vehicle keys. 

The other unique feature with the ProMaster Key Manager is that it allows for management 
of multiple systems, and even multiple sites from the one location. Better still, it allows the 
locksmith to 'export' all relevant system details from ProMaster into the ProMaster Key 
Manager, thereby providing a highly professional service which is extremely convenient for the 
client. 

The program is supplied on CD, and includes highly comprehensive instructions, which will 
allow almost anyone to become totally familiar with the program in only a few hours. 



Interchangeable Cores: Sm all Format on CD 

#ICSF-CP1 — $55,00 

Everything you need to know about how to sell, service, install and troubleshoot 

interchangeable cores! 

Chapters include: terminology, blanks, tools, removing cores from stubborn 
shells, decoding cores, pinning, record keeping, installing, planning a system, 
masterkeying, billing and pricing and tips for success. 

You'll even receive a final exam to help and test your knowledge! This 
volume contains over 140 pages of priceless information, designed to make IC 
core work quick, easy and profitable! 

Also available in print format. See the Safe Section. 
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The 15 Minute Safe Opening Technique 

on CD 

#JJ-CD1 — $99,00 

This book deals exclusively with round head lift out doors. Shows five ways to open a 
Major;three ways to find the Dog Pin on a Major; four ways to open a Star; four ways to 

open a LaGard style round head. 

Also covered are: Bolt shear, side punching, drilling false gates, finding Dog Pins, 'blowing 
bolts' and drilling perfect scope holes; How to make emergency dials; How to open most round 
heads in fifteen minutes or less; Open the most severely vandalized heads in a matter of 
minutes; How to bypass hardplate and relockers on lift-out doors; How to spindle drill older 
Majors; How to 'Blow the bolts' on a LaGard and many LaGard style round heads. 

Over 100 specific photographs. Fifty clear illustrations. Dozens of specific drill points and a 
specific drill point locator, over 140 pages. Included are drill points for Diebold, Migh-T-Safe, 
Kingdom, Sentry, In-A-Floor and other round heads. Page after page, picture after picture, 
illustration after illustration — all designed to help you make money. 

Also available in print format. See the Lock Service Section. 



general locksmithing 




The National Locksmith 
Guide To Elec tronic L ocksmithing 

#EI 1 — $39.95 

Everyone knows there's big money in selling, installing and servicing electronic 
security such as mag locks, electronic strikes, and simple access control. 

But how can you learn all the skills needed to make the profits? 
This book starts with the all the basics that every locksmith needs to know about electricity, 
and teaches you every step of the way. You'll learn everything from closed circuit TV, simple 
access control, wireless security, and electronic locks. 

The Ultimate Technitip s Collection 

#TIPS-2 — $39.95 

Here's one of the most useful books ever available to the locksmith! 

Three hundred pages filled with tips and tricks from veteran locksmiths. You'll 
learn all the secrets other locksmiths use to save time and make extra money on 
the job. You're GUARANTEED to make back the cost of this book in no time flat. 
Categories of tips include: Car Opening, Domestic and Foreign Auto Service, 
General Automotive, Making & Modifying Locksmith Tools, Padlock Tips, Mortise Lock Tips, 
Lockout Tips, Door Control, Safe Procedures, Picking & Impressioning, Modifying Key Machines 
and much, much more. 

The Ultimate Technitips Collection is worth its weight in gold! In this one volume, you'll have 
the tricks and secret methods developed over many years by HUNDREDS of locksmiths. Order 
your copy today. 
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Service With A Smile 



by Sara Probasc o 

#SWS — $14,95 

To tickle the funnybone of anyone in a service oriented business. 

Service With A Smile accounts the humorous escapades of Don and Sara Probasco. You've 
been entertained by Sara's monthly column, now you can have an entire collection of her finest 
tales. 




Interchangea ble Cores: Small Format 

#ICSF-CP1 — $55,00 

Everything you need to know about how to sell, service, install and troubleshoot 

interchangeable cores! 

Chapters include: terminology, blanks, tools, removing cores from stubborn 
shells, decoding cores, pinning, record keeping, installing, planning a system, 
masterkeying, billing and pricing and tips for success. 

You'll even receive a final exam to help and test your knowledge! This volume contains over 
140 pages of priceless information, designed to make IC core work quick, easy and profitable! 

Also available on CD. See the Software Section. 




automotive service manuals 



2002 AutoSmart 



TTVE 



from The National Locksmith® 



#AS-02D 
#AS-02F 
#AS-SET 



$45.00 
$45.00 
$65.00 




Major changes, additions and revisions to the AutoSmart Book™ 
have been made, and the 2002 AutoSmart™ is now available! 

The information has grown so huge - 800 pages — that the book will no longer easily fit into a 
binder. Therefore, the format has changed. AutoSmart™ has been divided into two separate 
volumes, Foreign and Domestic. Each volume is bound in lay-flat, sturdy vinyl covers, and is 
organized for quick and easy reference. 

You may purchase either a 2002 AutoSmart™ Foreign Volume or a 2002 AutoSmart™ 
Domestic Volume for $45.00. Or, if you'd like both, the cost is only $65.00 for a set of both! 
Obviously, this is your best deal. 

There is no way to update 2001 and older versions of AutoSmart™. Instead of a mish-mash 
of pages to remove and replace, you'll be able to purchase a brand new set of books each year, 
fully updated and undamaged from years of use. 

Order your set of Foreign and Domestic 2002 AutoSmarts™ today! 
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The National Locksmith 
Guide to Motorcycles 

Volumes 1 & 2 



Vol. 


1 #M0T-1 - 


- $99.00 


Vol. 


2 #M0T-2 - 


- $99.00 


Both Volumes #M0T-12 — $149.00 




For years locksmiths have begged for a comprehensive service manual on motorcycles and its finally here! 

Covering a wide range of service procedures, you'll know everything a locksmith needs to 
know about each cycle. Plus, you'll get step by step photographs and instructions. 

Volume 1 covers: 

Key Information • Progress Charts • BMW: 1997 R1100R; Harley-Davidson: 
1938 Knucklehead • 1970 Sportster • 1980 Sportster • 1984 Wide Glide • 
1994+ Tubular Ignition Lock; Honda: 1968 Mini Trail 50 • 1970 Trail 90 • 1971 
CB750 • 1978 CB750 • 1978 Hawk • 1981 CB900 • 1982 Ascot • 1983 
Shadow • 1984 Nighthawk • 1985 Rebel • 1990 Gold Wing • 1996 Nighthawk 
750 • 1996 VFR750; Kawasaki: 1980 LTD250 • 1985 Ninja 600 • 1993 
KLX650 Ignition Lock • 1994 Ninja Gas Cap • Neiman • Steering Lock; Suzuki: 
1986 Intruder • 1990 Katana 600 • 1991 GSXR1100 Ignition Lock • 1998 
Katana 600 • 1999 TL1000R; Triumph: 1995 Tiger • 1999 Legend; Yamaha: 
1980 650 Twin • 1987 FZR1000 Ignition Lock • 1987 Virago • 1992 
Yamaha/Polaris 4-Wheeler Ignition Lock • 1998 V Star Classic • 1998 YZF600R 

Volume 2 covers: 

Key Information • Progression Charts • BMW: 1976 R90/6 • 1989 K100RS • 
1995+ Ignition Lock • 1999 F650 • Luggage using Y61; Buell: 2000 Blast; 
Ducati: 1993 Monster; Harley-Davidson: 1999 Road King Police • 1999 
Sportster; Honda: 1975 CB550 Ignition Lock • 1980 CB400 Ignition Lock • 
1983 CB650 Ignition Lock • 1985 Aero Ignition Lock • 1985 Gold Wing 
Luggage • 1987 250X 4-Wheeler • 1990 NS50 • 1992 Shadow • 1994 CB250 

• 1997 Shadow • 1998 CBR1100XX • 1999 CBR600F4 • 1999 CBR1100XX 

• 1999 Shadow • 2000 CBR600F4 • LIPO 5-cut Ignition Lock • LJPO 8-cut 
Ignition Lock; Kawasaki: 7-cut Code Information • 1980 LTD250 Ignition Lock 

• 1983 GPZ Ignition Lock • 1986 ZX600R Gas Cap • 1986 ZX600R Ignition 
Lock • 1987 EX500 Ignition Lock • 1989 EX500 • 1991 ZX-6 • New Blank; Suzuki: 1968 
T500 • 1981 GS550 Ignition Lock • 1986 GSXR750RG Gas Cap • SM-2 Ignition Lock • SM-4 
Ignition Lock; Triumph: 1970 Bonneville • 1973 Tiger; Yamaha: 1980 XS650 • 1982 Seca 400 

• 1982 XV920 Ignition Lock • 1984 FJ600 • 1986 FJ1200 Gas Cap • 1989 Riva Jog Ignition 
Lock • 1990 XT350 • 1993 Seca II • 1996 Royal Star • Cruiser Ignition Lock; Zadi: Q637 
Ignition Lock • Q933 Ignition Lock 

Also available on CD ROM. See the Software Section. 
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Japanese High Security Auto Servicing 

by Michael Hyde 
#j A P-l — $89.00 

Some of the most profitable cars are also the trickiest to work on. 

With this new manual, however, you'll have the experts right on the job with 
you! You get over 300 pages, and more than 600 photos with step-by-step 
procedures on what can be the most difficult cars to work on when you don't 
have the information you need. We leave nothing to the imagination because we document 
literally every step of the work with clear photos of what you need to do to easily make big 
money on the following cars: Infiniti Q45, Mazda Millenia, Lexus ES250, Lexus 300, Lexus 
GS300, Lexus LS400, Lexus SC300 and SC400. 

Here is what you get...* How to originate keys • Ignition lock service • Door, trunk, glove 
box & valet switch lock service • Auto openings • Bypass trunk opening for Lexus • Factory 
alarm bypass for Lexus • Tumbler positioning for all locks • More than 600 huge, clear photos 
• Incredible amount of detail and step-by-step procedures • Fast Facts • Over 300 pages of 
information! 



Revised GM Steering Column Course 

by Thomas A. Mazzone & Tom Seroogy 

#GM-2 — $115,00 

Here's what the course contains: 

• Comes complete with take-home test so you can become 

certified on GM steering column service! • Authoritative training on every domestic GM column 

from 1967 to 1995. • Includes the collapsing GM steering shaft, avoid the $165 GM 10-cut 

mistake, A to Z airbags, square columns made easy, Alpha Tech Service without 
fear, the truth about VATS variable timing and more. • Written and photographed 

by 24 year GM Master Technician, Tom Mazzone, and 10 year Auto Locksmith 
Expert, Tom Seroogy. • In-depth information drawn from actual field experience. • 
Large clear photos highlight commonly found problem areas and take you step by 

step for clear, easy and concise service procedures. • Dangers & Warning 
section alerts you to costly and time consuming problems before you start. • A 
tool guide shows exactly what tools are necessary for servicing each column. • 
Written using the came strict GM service guidelines used for training GM technicians. • Includes 

the update free! 




Revised GM Steering Column Course Update 



UPDATE* 



by Thomas A. Mazzone & To m Seroogy 

#GMU-1 — $40.00 
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NLAA Guide t o Domestic Auto Service 

#NLAA-Dom — $45,00 

This 183 page service manual goes into great detail on the following makes and models 

of cars. 

1999: Dodge Caravan, Ford Police Interceptor, Jeep Cherokee, Pontiac Grand 
Am, Pontiac Montana. 

2000: Ford Ranger. 

2001: Dodge Stratus, Chrysler PT Cruiser, Oldsmobile Aurora, Pontiac Aztek. 

Each of these cars is covered with dozens of photos, and loads of text to walk you step by 
step through everything you could possibly have to know about the vehicle. You get car 
opening, lock removal and service, column service, key and code series information, and many 
views of the doors, panels and locks. 

Note that NLAA members will already have received these materials. 




NLAA Guide t o Foreign Auto Service 

#NLAA-For — $45,00 

This 180 page service manual goes into great detail on the following makes and models of 

cars. 

1999: Lexus RX 300, Mazda 626, Mitsubishi Diamante, Mitsubishi Galant, 
Toyota RAV 4. 

2001: Jaguar S-Type, Mazda Tribute, Mitsubishi Galant, Mitsubishi Montero. 

2002: Isuzu Axiom. 

Each of these cars is covered with dozens of photos, and loads of text to walk you step by 
step through everything you could possibly have to know about the vehicle. You get car 
opening, lock removal and service, column service, key and code series information, and many 
views of the doors, panels and locks. 

Note that NLAA members will already have received these materials. 




Ford 8 Cu t Decodin g Key Set 

#FD-8 — $595,00 

Complete with 143 specially cut keys and simple directions you get door and ignition keys 
within just a couple of minutes. There is virtually no learning curve. It's that simple. While this 
set is not inexpensive, it is the fastest way to make door and/or ignition keys for this lock. 

Wafer Lock Reading 

by Robert Sieveking 
#WLR 1 — $19,95 

• Easy to learn. • No Codes needed. 

• Faster and safer than impressioning. • Easy to learn principles will have you reading locks 
fast. • Make keys for foreign auto without codes, disassembly or impression. • Reading wafer 

locks is one of the special skills every locksmith should master. 



Click Here to Return to Catalog Contents 



Click here to browse new issue 






Shr?p the online store 



0] 



om 



^*T? 



\Wzl 



1 




automotive service manuals 




GM Sidebar Lock Decoder System 

by Tom Thill 

#TT-1 — $99,95 

Tom Thill, the author of a new book, has invented an amazing new way to make keys for six 

cut GM Sidebar Locks. 

The book describes a method which allows you to use a set of specially cut keys in 
the ignition. By turning the keys in the lock, one will become trapped. The key will only remove 
when you release the turning pressure. Then you use a second set of keys until the second key 
traps. 

Each key is specially coded. In just a few minutes you will have identified the two keys which 
trapped in the lock. Simply look on the provided chart until you find the section that lists the 
two specific keys which trapped for you. Right there on the chart, you will be given several 
codes. One of those codes is the correct one for the key. In many instances you will be given 
only one code, which will be the exact one for the lock. His new system will save a great deal 
of time and trouble in those instances. The average time it takes to decode the lock with his 
new system is about 10 minutes, and sometimes faster. 

The book includes full details of all the methods, and all the charts needed to insure that you 
may never have to tear down a GM column again and complete instructions and specifications 
which enable you to cut 130 of your own keyblanks using the precise specifications needed. 

Do not confuse this decoder method with tryout keys. You are not creating tryout keys. You 
are creating carefully specified keys which exploit the sidebar lock to decode it by trapping a 
wafer. Then, knowing which two keys become trapped using the system, we give you the 

correct code for the lock. 




Foreign & Domestic Auto Service 

by Michael Hyde 

#FPAS 1 — $69,95 

This book represents the best work of Automotive Locksmithing guru Michael Hyde, author 

of the famous AutoSmart. 

In this 300+ page collection, you get assembled in one place, the best articles 
and automotive procedures ever produced. Hundreds of photos lead you through 
step-by-step locksmith service on the most challenging cars on the road. All the cars covered 
are recent models. In this one book, you have every detail you need to know, including excellent 
photos, about common and difficult to service cars. This book will save you hours of time, and 
help you make big profits. 

Auto Lock Ser vice 

#ALS 1 — $14,95 

• Covers opening and service techniques. 

• Covers over 15 different locks and manufacturers. • Learn how to make keys. 

Chapters cover service and repair on the following: Audi, BMW, Corsica, Corvette, Daihatsu, 
Datsun, Ford Probe, Ford Festiva, Honda CRX, Honda Acura, Hyundai, Mercedes, Mitsubishi 
Precis, Pontiac Fiero, Suzuki Samurai, Toyota and Volvo. A great value. 
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The National Locksmith's Guide to 

Transponders 

by Michael Hyde 
#TS-2001 — $79,00 

• Over 350 pages in a handy binder to accept updates as needed. 

• Look the vehicle up alphabetically and find every detail in one place. 

As of the 1998 model year more and more cars come equipped with standard or optional 
transponder key systems. Included are some of the most popular cars sold in the US. Some are 
locksmith friendly, and others are not as easy to work with. How do you know the difference? 
What equipment and knowledge do you need to make bigger profits with transponder keys? 
These are the problems.The solution is The National Locksmith's Guide to TRANSPONDERS by 
Michael Hyde, author of the famous AutoSmart.The National Locksmith's Guide to Transponders 
will be with you every step of the way. It will allow you not only to stay in automotive 
locksmithing, but to make more money with your higher level of skill. Includes the update free! 



2001 Transponder Update 



#TS-2001U — $45.00 



UPDATE 



If you already have the Guide To TRANSPONDERS, now is the time to purchase the 1999 Update. 

All NEW '01 information is included in this update which includes over 300 pages. Many 
changes occurred in transponder technology, tools and programming. The 2001 Update will 
bring you right up to speed. Learn what new tools are available for programming transponders, 
and where you can obtain them. Plus, complete directions on programming keys for all the new 
models is included! Transponder changes were made in 2001 to the following manufacturers 
and are covered in the update: 2001 Acura, BMW, Buick, Cadillac, Chevrolet, Chrysler, Dodge, 
Ford, Honda, Infiniti, Jaguar, Jeep, Lexus, Lincoln, Mazda, Mercedes, Mercury, Oldsmobile, 
Pontiac, Porsche, Saab, Toyota and Volvo. 




The Sieveking Auto Key Guide & 
Illustrated Cross Reference 

b y Robert Sieveki ng 

#AK-1 — $27,00 

The Sieveking Auto Key Guide lists over 2,600 automotive and motorcycle keyways, 

covering makes from Acura to Zundapp, and listing fourteen popular key manufacturer numbers. 

Every listing has clear illustration of the keyway. This allows the locksmith to compare the 
"key-in-hand" to the listed number. If the key blank number is not known, the "Maker" section 
of The Sieveking Auto Key Guide will allow the locksmith to search through all the listed 
keyways for a particular auto maker "by the illustration of the keyway". When the correct 
keyway is found, you will also find all the manufacturers numbers for that keyway. The keyways 
are also identified as pin or wafer, and the number of pins or wafers given. Whether the 
illustrated key is 6 wafer or 8 wafer, 5 pin or 10 wafer, you'll know at a glance. 
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Door Lock Encyclopedia 

by Robert Sieveki ng 
#DLE — $39,95 

The ability to remove a lock from a door, disassemble the mechanism, and remove the lock 

cylinder for service is not always a simple straightforward task. 

The Door Lock Encyclopedia is a clear and concise illustrated service manual 
illustrating service instructions for standard cylindrical locksets including American 
Eagle, Arrow, Corbin, Dexter, Harlock, Kwikset, Lori, Master, National Lock/Amerock, Sargent, 
Schlage, Weiser and Yale. It will equip you with specific knowledge and a few tricks to make 
servicing understandable, easy to master and profitable. 

Lock Repair Ma nual 

#LRM 1 — $14,95 

Chapters cover installation and repair for the following manufacturers: Abloy, Adams 
Rite, ASSA, Best, Chicago, Corbin, mortise locks, Sargent, Schlage, Simplex, 
Weiser, Yale, Unilock, electric gate locks, and cabinet locks. This book contains 
material reprinted from The National Locksmith. 

, under one cover you have a tremendous amount of lock servicing information. Next 
n into a problem chances are you'll find the answer in the Lock Repair Manual. 

Basic Masterkeying Course 

by The National Locksmith 




Here 
time you ru 




The 



#MK1 — $149,95 

13 Lesson 450 page course 

Masterkeying course is designed for the locksmith who wishes to become 

proficient in Basic Masterkeying. 

Course Includes: • 13 step-by-step lessons, 12 self quizzes, 4 tests, 1 midterm exam and 1 
final exam. • Correctly laying out a building floor plan. • Using the floor plan to create the 
System Expansion Specification and Levels of Authority. • Selecting a proper Top Master Key. 
• Setting up a Key Bitting Array for a Single or Two Step System. • Using the Key Bitting Array 
to develop a Progression Chart following the Standard Progression Format and the Odometer 
Method. • Picking out Master Keys and assigning key numbers using the Standard Key Coding 
System. 

Interchangeable Core Cylinders 

by Don O'Shall 




#ICB-1 — $34,95 
Covers all this... 



• Best/Falcon/Arrow/Eagle (A2) • Best A3 • Best A4 • Corbin X Removable 
Core • Corbin Z Removable Core • Russwin Removable Core • Emhart System 70 Removable 
Core • Sargent Removable Core • Schlage, Yale, Lockwood • Medeco Removable Core 
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Picking & Impressioning 



by Robert Sievek ing 

#Pl — $45,00 

Here is the most complete book ever published on picking and impressioning locks! 
You will have everything you need to know about how to open almost every kind of lock that 

can be picked. 

In fact, our special illustrations make picking easy! Plus you will also learn all there is to 
know about impressioning keys. Fantastic photos teach you how to read marks and how to 
make a first key in just minutes, Hundreds of pages and illustrations make picking and 
impressioning EASY! The old timer will love this book for all the new tips he'll find. And the 
beginner will soon find that he is picking and impressioning like he's been in the business for 
years! 



The Lure of the Lock 



#LURE — $29,95 

This hardcover book, compiled in 1928, features dozens and dozens of beautiful photographs on ancient 

through modern locks. 

It is the most complete history of locks, keys and safes that we have ever seen illustrating 
the development of security from ancient locks up through the modern day. As a locksmith 
you'll treasure this 250 page hardbound book showing the proud and fascinating history of 
locks. The quality of the photographs and of the printing of this book have to be seen to be 
believed. 



The 

National 

locksmith: 



Flat Rate Manual 

For Locksmith 






Flat Rate Manual 

by Janice Pate 

#FRM-1 — $34,95 

Now you can easily "Price for Profit!" 



Chapters allow you to price jobs in all these categories: Domestic and foreign 
autos, code keys, conversions, duplicate keys, first key or rekey, installations, key-in-knob 
locksets, lockouts, masterkey systems, miscellaneous, safe and vault work and trip charges. 
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Dave McOmie NSO & Art icle Collection on CD 

#DMCD-2 — $699,00 

This CD contains every NSO newsletter and McOmie File Dave has ever published. 

It contains about 2,400 pages, an Easy Index, safe/vault opening 
instructions, about 6,000 photos. Covers about a thousand safes not contained 
in the Dave McOmie Safe Book Collection on CD. 

Includes: • Every NSO National Safeman newsletter since it began in 1992. 
Each newsletter features detailed safe and vault opening photos, drill points 
and procedures on a wide variety of safes from the normal to the very high security • Every 
McOmie File published by the NSO which gives you all the known opening methods on virtually 
every important safe lock made, mechanical and electronic with x-ray views • Every article 
Dave has written for The National Locksmith from when he started in 1986 right up to 2000. 
Read every word, learn every technique and see every photo. Special NSO pricing. 



Both for $1499! 



Dave McOm ie Safe Boo k Collection on CD 

# DM CD-I — $899,00 

This CD contains every book Dave has ever published. 

It contains over 2,300 pages, an Easy Index, safe/vault opening 
instructions, about 6,000 photos. Includes: • The National Locksmith Guide to 
Safe Opening, Volumes 1,2,3,4, and 5 • The National Locksmith Guide to High 
Security Safes, Volume One • The National Locksmith Guide to High Security 
Safes, Volume Two • DAve McOmie's Penetration Party • Dave McOmie on 
Vault Doors, Volume One: Bank Vaults • Dave McOmie on Vault Doors, Volume Two: 
Fire Vaults • Dave McOmie on Gun Safes. Special NSO pricing. 




Plate and 



Dave McOmie on Safe Locks 




by Dave McOmie 

#DMSL-1 — $110,00 

Dave McOmie on Safe Locks is the newest, and one of the most important books ever 

published on safes! 

Almost 300 pages of information, photographs and illustrations give you 
every scrap of information about a huge variety of safe locks. You'll have lock 
specifications, x-ray drawings, tons of Dave's famous photos and measurements, and his 
opening recommendations on a vast number of common, high security, modern, antique and 
electronic safe locks. 

Included are locks made by: Alpine, Baum, Bernardini, Center, Chubb, Detroit, Diebold, Eagle, 
Federal, Fortronics, Giant, Halls, HHM, llco, Jackson, Kromer, LaGard, Lowe & Fletcher, Mas- 
Hamilton, Mauer, Meilink, Mosler, Pittsburg, Reliable, Remington-Rand, Rosengrens, S&G, SLS, 
SMP, Steel Safe, Stuv, Sun, Tann, Triumph, Victor and Yale. 

Comprised of information from the massive McOmie Files, this book covers safe locks in 
stunning detail to make identification and opening faster than ever. 
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The 1 5 Minute Safe Ope ning Technique 

#JJ-1 — $99,00 

This book deals exclusively with round head lift out doors. Shows five ways to open a 
Major; three ways to find the Dog Pin on a Major; four ways to open a Star; four ways to 

open a LaGard style round head. 

Also covered are: Bolt shear, side punching, drilling false gates, finding Dog 

Pins, 'blowing bolts' and drilling perfect scope holes; How to make emergency dials; How 

to open most round heads in fifteen minutes or less; Open the most severely vandalized heads 

in a matter of minutes; How to bypass hardplate and relockers on lift-out doors; How to spindle 

drill older Majors; How to 'Blow the bolts' on a LaGard and many LaGard style round heads. 

Over 100 specific photographs. Fifty clear illustrations. Dozens of specific drill points and a 
specific drill point locator, over 140 pages. Included are drill points for Diebold, Migh-T-Safe, 
Kingdom, Sentry, In-A-Floor and other round heads. Page after page, picture after picture, 
illustration after illustration — all designed to help you make money. 

Also available on CD. See the Software Section. 



Bread & Butter 

by Dave McOmie 

#BB-01 — $85.00 

Now here is one amazing value! 

This book runs well over 300 pages and is bursting with photographs, drill 
points, relocker drill point and opening details for dozens of the most popular 
safes in the industry.Not only do you get all the opening specs and 
measurements, you also get a very complete rundown on opening procedures. This book 
actually walks you through every opening from the first step until the door swings open! 

Included among many other safes are: Hamilton Square Door, Knight TL-15, Electronic Safe 
Locks, Pacific Security Products, Diebold, Mosler, LaGard, GSA, Side and Bottom Drilling, York, 
Kumihara, Sentry, and more. 

You'll find this very hefty book to be an indispensible aid when you have a safe to open. 
While this thick, monster book may be heavy to carry, it won't break your bank at only $85! 




itional 



The Best of Dale Libby 

by Dale Libby 
#DALE — $25.00 

This book includes the best articles written by Dale Libby over the course of many years, 
going back well over ten years! Now you can have this terrific collection of safe opening 
articles, automotive articles, and more. These are the articles that started the 
safe opening revolution. Now you can have them all complete, under one cover! Order your 
copy today! • Sentry Hardplate Info! • 135 pages, tons of photos! • Contains over 50 

chapters! • Learn from the master! • Covers safe troubleshooting. 
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Safe Opening Volumes 1, 2, S 

by Dave McOmie 

Package deals available on 
purchasing more than one volume! 

any single Volume $110.00 each 

any two Volumes $90.00 each 

any three Volumes $80.00 each 

These are the classic safe books you will need to open most any safe easily and professionally. Each book 
contains detailed opening instructions for 200 very common safes, including 400 safe photos in 
each volume. You get exact drill points, drop-in points, relocker points, and more. Each safe is 
shown from the front for identification purposes. Then the safe is shown open with the back 
panel removed. You get a perfect view of the exposed boltworks, relockers and wheel pack. All 
measurements needed to open the safe are provided. Plus a service notes section tells you 

special tricks. ..like when to look out for hardplate! Virtually all brands are 

covered! 

Volume 1. #S0-1 (Modern Safes) A & B Safe, Adesco, Amsec, Armor, Diebold, 
Eagle, Gary, Hall, Hermann, Herring Hall Marvin, Horizon, In-A-Floor, Johnson, 
Pacific, Knight, MacNeale & Urban, Major, Meilink, Mosler, Remington Rand, 
Schwab, Sentry, Victor, York. 

Volume 2. #S0-2 (Modern Safes) A & B Safe, Adesco, All-Steel, Amsec, Aanon, 
Armadillo, Armor, Brown, Centurion, Deluxe, Diebold, Diplomat, Gardall, 
Gardex, Gary, Guardian, Guardsman, Hermann, Herring Hall Marvin, Horizon, 
H.P., In-A-Floor, Intersec, Johnson-Pacific, Major, McGunn, Meilink, Migh-T- 
Safe, Mosler, Murphy, Mutual, Pacific, Pacific Security Products, Safeguard, 
Schwab, Sentinel, Shaw-Walker, Stewart, U.S. Security, York. 

Volume 5. #S0-5 (Very Recent Safes) Aanon, Adesco, Amsec, Armor, Brown, 
Hamilton, In-A-Floor, Keepsafe, Kingdom, Lord, LSDA, McGunn, Meilink, 
National, National Security, New England, NKL, Pacific Security Products, 
Sanlic, Schwab, Sears, Sentry, USCAN, U.S. 





Modern Safe Opening 

by Robert G. Sieveki ng 

#MS0-1 — $59.95 

This book is a step-by-step How-To course in safe penetration. Opening safes is one of the 

most profitable aspects of the locksmithing business. 

Now, with Modern Safe Opening you'll learn: the theory of operation through 
troubleshooting and combination changing to logical penetration site selection 
and methods. 

Nearly all possible drill points are defined and illustrated by original photos and 
accurate drawings. Drill and transfer, drill for the drop, drill for the fence, drill for 
a relock trigger, or drill to solve a specific lock malfunction. Each method is 
defined, and you get step-by-step procedures. Back, side, top or face drill, under 
the dial or outside the dial. You'll learn it all! 
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Gun Safes 

by Dave McOmie 
#GS-1— $110.00 



Need a drill point or relocker drill point on a gun safe? 

Then this is THE book for you, with superb photos and precise information on 
gun safes made by Amsec, Blue Star, Browning, Cannon, Centurion, Cobalt, 
Fort Knox, Frontier, Gardall, Gold Coast, Goldfield, Granite, Hall's, Kodiak, 
Liberty, Treadlok, ValueLok, Winchester and ZanottL PLUS, Dave has included an invaluable 
section on how to defeat the most popular locks currently on the market, both mechanical and 
electronic. Mechanical locks include: llco P67; LaGard 3330; S&G 6730. Electronic locks 
include: Amsec KPL-100, KPL-2000, ESL-10; LaGard Swingbolt, Old-Style 33E, New-Style33E, 
S&G 6120. This is the first book in a brand new series, in which each volume will be dedicated 
to a particular type of safe. This book is on gun safes. The next one will be on vault doors. The 
one after that will be on GSA containers. And so on. That way, when you have a particular type 
of container to open, you can pull down one book . . . instead of searching page by page 
through a dozen. 



SAFE 




The Ultimate Safe Opening Collection 

from Dave McOmie and The National Locksmith 

#US0C-1 — $995.00 



This monster collection of safe opening data runs over 1,000 pages of pure information. 

You get drill points, relocker drill points, hard plate specs, and step by step 
photos on almost every safe you are ever likely to encounter in your career. 
Included are containers from virtually every manufacturer and they run the 
gamut from regular safes, all the way up through rated safes, as well as the ultra high security. 

Learn about the tools you need. We reveal every opening technique known to man in 
extraordinary detail, with photos, illustrations and easy to read text. You'll also know of the 
possible pitfalls and errors on each opening, and you'll avoid making those mistakes!Never in 
history has such a complete collection of safe opening information been available in one place! 

Note: This collection is comprised of collected NSO materials. NSO members will already have 

all or part of this information. 



Antique Padlocks 



by Jack Roberts 
#PAD-1 — $29.95 

Finally there is a book to give you all the information you need about old interesting locks. 

Our manual shows you a photo of the lock and gives you data on the manufacturer, age, 
construction materials, and even the value of the padlock! Plus, we tell you how to make an 
operating key, as well as information on which blanks to use, etc. A "Notes" section gives a 
history of the lock as well as any technical information needed to help you make a working key. 
Hundreds of types of locks are covered including iron, steel and brass padlocks. 
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Penetration Party 




by Dave McOmie 
#PP-1 — $110,00 

Uncensored! • The Safes! • The Tools! • The Action! 
• The Perfect Openings! • The Bloopers and Blunders! • The Slick Tricks! 

No one knows safes and safecracking like Dave McOmie. When it comes to 
drill points, he is the master of all masters. This book takes you inside Dave's mind, 
and allows you to follow his thought process as he analyzes each opening. Dave gives you his 
thoughts on the best opening method, then the opening is performed. And then Dave honestly 
appraises each method and offers improvements where he feels his original methods were less 
than perfect. 



Combo Deal! Get the paper book and CD for one low price. Item #PP-1CD — $159.95! 



Penetration Party on CD 




by Dave McOmie 
#PP-CD — SI 10.00 

Here it is.. .the complete Penetration Party book on an interactive CD! 

This CD will work on both PCs and Macs. The entire book has been loaded onto this CD and 
the beautiful part is that now you can instantly access any of the information you need with the 
push of a button. 

You can easily find every reference to any word or word combination you want with the Find 
button. Want to take a closer look at any photo? Simply enlarge it as big as you want using the 
Zoom button! Navigating through the book is simple, and you can print out any page or pages 
you want with the Print button. 

Slap the Penetration Party CD into your drive and blast through safe photos, opening 
instructions and drill point at warp speed! 



Safe Deposit Box Service 




by Robert G. Sieveki ng 
#SDBS-1 — $39.95 

There is gold in safe deposit boxes! 

Not just money stored inside them, but gold to be earned by opening and 
servicing these containers. But what should I look for? Where do I drill for the fence or 
gates? Can I refinish this door easily? Can I open this door without damaging the lock? Where 
can I find space and depth dimensions? I have a key, but why can't I retract the bolt? How do 
you make a drill pattern for these locks? I pulled the nose, now what do I do? 

There are a lot of questions, and Safe Deposit Box Service gives you all the answers! You'll 
learn the complete theory of the principles and operation of the lever lock, as well as the tools 
necessary to defeat them. You'll be able to open these locks with minimum damage to the lock 
and container. Original photos and accurate drawings on nearly every page lead you to quick 
and easy success when faced with lock boxes, safe deposit boxes and inner safe doors. 
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Dave McOmie on Vault Doors 

Vol. 1 - BANK V AULTS 

#BV-1 — $110.00 

Dave McOmie has done it again! Here is the definitive new book on Bank Vault opening 

made easy! 

These openings can be a nightmare, but not when you bring Dave McOmie 
along with you on the job. You get amazing photos and opening details as usual. 
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Dave McOmie on Vault Doors 

Vol. 2 - F IRE & PLA TE VAULTS 

#FPV1 — $110.00 

Featuring Dave McOmie's extraordinary level of detail, opening techniques, and clear 

photographs, this new volume makes Fire & Plate Vaults easy to open. Your investment 

in this book will pay for itself many times over in saved headaches and time. 




Drilling Safes 

by Carl Cloud 
#DS-1 — $95.00 



'— "t—m. 



/ Stoffirtff Safe 






» j. tin 



One of the most expert safemen in the country, Carl Cloud has written a very important 

book on safe opening. 

One of the most critical parts of opening a safe is knowing where to drill the 
holes. But what's the best way to drill a safe? How do you drill hardplate? What am I 
looking at through the hole? What tools do I need? What do all these safe terms really mean? 
Exactly how do I defeat a relocker? This book answers all those questions and many more! 




Modern Safe Locks 

by Mark Bates 
#MSL-1 — $95.00 



be able to 
Original 



You always wanted to make money servicing safes? 

You need this book! Even if you never touched a safe before, you' 
earn immediate profits with this easy-to-use book!The book details: 
factory combinations • Dialing instructions • UL and VdS ratings 

• Changing instructions • Guide to change keys • Safe lock glossary • Safe lock compromises 

• Forbidden zones 

Learn how to service, troubleshoot and change combinations on over 100 modern key, 
combination and electronic safe locks. The procedures and photos are very detailed. Even a 
beginner can now make big profits in safe service! 
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Ask Dave 

by Dave McOmie 
#AP-1 — $75,00 

You asked. He answered. This is safe and vault Q&A with an attitude. 

The material has breadth and depth, covering vault doors, round doors, square 
doors, fire safes, antique safes, Grasshopper safes, Salamander safes, 
electronic safes, dial removal techniques, drilling methods, scopes, tools and just 
about anything else you ever wanted to know . . . but were afraid to ask. A great addition to 
any safe library, Ask Dave is destined to be a cult classic. Order yours today! 





High Security Safes Volume 1 



by Dave McOmie 
#HSS — $175.00 

Includes safes by the following... 

• Bernardini • Bischoff • Chatwood-Milner • Chubb • Fichet-Bauche • ISM • 
Kaso • Lord • Original • SLS • Opening jobs often start at $1,000.00! • Over 
225 pages of complete openings! • Each safe described with many photos! • Contains 
many FULL PAGE photos! • Very detailed opening procedures! • These are the world's toughest 

safes! 

Learn to open High Security Safes now! 




High Security Safes Volume 2 



by Dave McOmie 
#HSS-2 — $175.00 

Dave McOmie's famous book, The National Locksmith Guide to High Security Safes, 

Volume 2 is here! 

Dave's biggest book yet, totalling 250 pages, it is packed with great 
information and photos of high security safes by Ambassador, Atlas, Bernardini, 
Bischoff, Bridgeman, Bumil, Diebold, Emo, Hadaikan, International, Kumahira, Mancini, Mosler, 
Original, Rosengrens, Securifort, and Vector. Included are many opening tips designed to make 
your life easier. 

Manipulation Home Study Course 

b y Robert Sievekin g 

#MAN-1 — $49.95 

Our home study course guides you on step-by-step process, teaching you everything there 

is to know about manipulation. 

When you have learned this skill, you will be able to open locked safes by feel 
and touch alone! Manipulation allows you to open the combination lock without drilling, 
and without doing any damage at all to the safe. 

With our Manipulation Home Study Course you learn at your own pace, in complete privacy. 
After each step, you take a test to measure your understanding! 
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10 Years of Dave McOmie 



#PM 10 — $199,95 

• Every single National Locksmith article by Dave McOmie from August 1986 through 

August 1996 under one cover! 

• This book has a magnificent and durable casebound hard cover! 

• Over 500 high-gloss pages - our biggest safe book ever! 

• Each page is numbered and labeled by month and year for easy reference. 

• Dave has written an extensive Index, which categorizes each safe by manufacturer and type, 
and lists the corresponding page numbers and month/year. This is an indispensable aid to the 

technician who needs to locate information NOW! 

• Dave has re-read each article and groaned a few times due to inaccurate or incomplete 

information. Where appropriate he has written Retrospective Comments at the end of the 

articles. These are sometimes information-loaded, sometimes humorous, but always 

worthwhile. 




Diary of a Safeman 



by C. L. Corey 
#DIARY — $25,00 

This book is a real gem... the private safe diary of old time safecracker C.L. Corey. 

Back in the days of Al Capone the crooks were blowing safes with nitroglycerin 
and C.L. Corey was out servicing and repairing those old safes. The book features 
and introduction by Dave McOmie. 

Mr. Corey not only kept notes on all of his jobs, he also carefully photographed every safe he 
worked on. Here in striking detail, we have reproduced this diary from the most exciting era in 
safe work, the early 1930's. You'll see all the great old safes from the past and you'll learn how 
to open and repair them. Many of these beauties are still in use today! 



Safe Opening 
Articles 1987 

by Dave McOmie 

#SA 1 — $19.95 

Now under one cover — all the informative 
safe opening articles by expert safeman, 

Dave McOmie. 

This book contains articles reprinted 
from The National Locksmith issues, 
August 1986 through 1987. Plus an all 
new introduction and new chapter on six- 
sided safes — not available anywhere else! 
Also features many enlarged photos for 
easy identification. This book is a must 
for all serious safemen! 



Ration*} 



Safe Opening 
Articles 

1987 



Safe Opening 
Articles 

by Dave McOmie 

#SA-2 — $23.95 

Dave McOmie's original articles from 

when he first started writing for The 

National Locksmith are reprinted in this 

book. 

The first five years or so of Dave's 
work is presented here so if you 
don't have issues from the early 80's 
you will not want to miss a single 
drill point. Each article contains very 
valuable information to anyone who 
ever works on safes. 



Click Here to Return to Catalog Contents 



Click here to browse new issue 






Shr?p the online store 



0] 



om 



^*T? 



\Wzl 



1 




associations 





National Locksmith 

Automobile Association 

(NLAA) One Year Membership 

$125.00 in the U.S. or $150.00 outside the continental U.S.A. 



The big problem in automotive locksmithing is the tremendous 

amount of inform tion you need to have at you fingertips. Code 

locations, service procedures, key blank numbers, lock 

parts, linkage types, opening methods... the list is 
virtually endless. To make matters even worse, this 
information is constantly changing. That's why you need 
to join the National Locksmith Automobile Association . 

Here's what you get when you join the NLAA: 
• One year membership, frameable Membership 
Certificate • NLAA Photo ID Card • $10,000 
Membership Bond for Automotive Work • a subscription 
to our monthly newsletter on challenging cars 

PLUS.. .The Automotive Edge on CD FREE! This CD contains detailed car software offering over 1,000 
pages of information on foreign and domestic car service. Loaded with hundreds of photos, step-by-step 

opening and service procedures! 

National Safeman's Organization 
(NSO) One Year Membership 

$125.00 in the U.S. or $150.00 outside the continental U.S. 

To make big profits in safe work with no hassles.. .you need information! 

Together, The National Locksmith and expert Dave McOmie 
operate the National Safeman's Organization (NSO). With over 
1600 members globally, the NSO is the largest group of its kind in 

the world! Your NSO membership delivers to your door a wealth 

of information and instructions on how to change 

combinations, perform safe service and respond to lockouts. 

The NSO will help you build profits in this field. We'll give you 

the know-how you need! 

Here's what you get when you join the NSO... 

• One year membership in the NSO • Membership certificate 
suitable for framing • Photo ID card • BIG discounts off safe 
manuals • 48+ page quarterly newsletter, The National 
Safeman, packed with drill points and service procedures. • Bi- 
monthly technical bulletins to make openings a snap 

PLUS. ..a FREE copy of Bread & Butter, containing hundreds of 
photos and drill points for almost 200 new safes. 
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The National Locksmith 
Maga zine Subscri ption 

#SUB-1 — $46.00 annual 

#SUB-2 — $74.00 for two years 

#SUB-3 — Canada US$58.00 annual 

SUB-4 — Canada US$99.00 for two years 

#SUB-5 — Other Countries US$72.00 annual 

#SUB-6 — Other Countries US$125.00 for two years 

This is THE source for automotive technology, safe opening techniques, 

electronic security and much, much more. Every month you'll get 

more pages, more articles and more codes. Subscribe today! 

Stay on top of what's going on in the industry. 



Bonding fo r New Su bscribers 

#B0NP — $17,00 

(with magazine subscription) 

You are invited to purchase a $15,000 Bond Certificate and Bond Card 

along with your subscription. 

Many customers prefer to hire a Bonded Locksmith. In order 
to supply you with a Bond Certificate and Bond Card 
(personalized with your name) we charge only $17.00. 
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order form 



here to buy it in the online store 
TheNationalLocksmith.com 



Mailing Address: 

The National Locksmith • Dept. 77-97592 • Chicago, Illinois 60678-7592 

Phone: (630) 837-2044 • Fax (630) 837-1210 
web: www.TheNationalLocksmith.com • e-mail: natllock@aol.com 

Print out this Order Form! Then fill it out completely. Credit Card orders may be faxed to 

(630) 837-1210, or call (630) 837-2044 to order by phone with a credit card. 

Checks and Money Orders must be mailed to the above address. 



Your Name 

Shop Name 

Address (No P.O. Boxes). 



City 



State 



Zip Code. 



Phone ( 
E-Mail 



y Select Payment Method... 

O American Express O Discover O VISA 

O MasterCard O Check O Money Order 



Credit Card # 



Exp. Date 



Signature. 



Item # 


Title 


Qty. 


Price 










































































ONLA 
ONLA 
ONSO 
ONSO 


A 1 Year Membership inside the U.S $125.00 






A 1 Year Membership outside Continental U.S $150.00 

1 Year Membership inside the U.S $125.00 




1 Year Membership outside Continental U.S $150.00 








Shipping inside the Continental U.S. 

(This does not apply to Association Memberships or Magazine Subscriptions) 


$8.oo 


Shipping outside the Continental U.S. add 20% of your order total 

(This does not apply to Association Memberships or Magazine Subscriptions) 




Grand Total 

(All payments must be in U.S Funds) 
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